Cumulative Index for 1978 


\-MODE AND B-MODE SCANNING, In 
otolaryngology, June, 513 
A-mode ultrasound, in evaluation of 
maxillary sinus, June, 531-540 
Abscess, brain, scanning in, June, 556 
Achalasia, and diffuse esophageal spasm 
manometric study in, June, 411 
cricopharyngeal, manometric study in 
June, 415 
of esophagus, esophagoscopy in, June 
100-40] 
Acoustic neuroma, electrocochleography 
in, February, 14 
radiologic examination in, February 
Acoustic reflex. See Stapedius muscle 
reflex 


Acoustic reflex tests, in otologic diagnosis, 


October, 761 
patterns in, October, 762 
Acoustic tumor, audiologic identification 
of, October, 809 
Adenocarcinoma, of esophagus, esopha- 
goscopy in, June, 396 
Adenoma, of thyroid, hemorrhage into 
assessment of, June, 440 
Adults, auditory screening in, October 
6294-625 
Air conduction audiometry, voluntary, in 
adults. October, 744-747 
in school age children, October 
754 
Airway, refractory bleeding of, angio- 
graphy in, June, 479 
upper, optical examination of, ad- 
vances in, June, 355-363 


Alcoholism, chronic, esophagus in, mano- 


metric study and, June, 413 
Analgesics, hearing loss and, October, 
798-799 


Anesthesia, local, in angiography, com- 
plications of, June, 469 
Angiogram, abnormal, further angio 
graphy and, June, 480 
\ngiography, complications of, Jun 
168-473 
contraindications to, June, 473-474 
equipment for, June, 467-468 
in vestibular diagnosis, June, 297 
indications and applications of, in 
otolaryngology June 177-499 
methodology, complications, and 
contraindications in, June, 457-475 
radiologic indicators and, June, 483- 
190 
echniques for, June, 460-466 
subtraction, June, 468 
therapeutic indications for, June, 494 
198 
Antibiotics, hearing loss and, Octobe1 
793-797 
Anticoagulant therapy, as contraindica 
tion to angiography, June, 474 
Antimalarial drugs, hearing loss and 
October, 799 
Arteriovenous malformations, and fistulas 
angiography in, June, 498 
brain scanning in, June, 555 
Arthritis, temporomandibular, bone 
scanning in, June, 550 
Aspiration cytology, in nodular goiter 
June, 429 
Atresia, of external auditory canal 
audiologic identification of, October 
805 
Audiogram, masked, audiometric bone 
conduction and, October. 659 
Audiology, clinical use of. October, 801- 
811 


835 
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Audiology (Continued ) 
clinical use of, in adults, October 
744-753 
in vestibular diagnosis, June, 292 
Audiometer, development of, October, 
607-608 
speech. calibration and requirements 
for, October, 668 
Audiometric bone conduction, auditory 
testing and, October, 651-666 
Audiometry, auditory brain stem re- 
sponse, in infants and children, 
October, 717-720 
automatic, October, 701-722 
manual audiometry and, October, 
703-704 
Békésy. in vertigo, October, 787 
types of audiograms in, October, 
704-707 
brain stem electric response, clinical 
applications of, February, 10 
technique and applications of 
February, 14-17 
brief tone, procedure for, October, 686 
computer in control of, June, 579 
cortical electric response, clinical 
applications of, February, 10 
electric response, clinical applica- 
tions of, February, 7-18 
electrodermal, in adults, October, 751- 
753 
evoked potential, practice of, June, 
963-282. See also Evoked potential 
audiometry 
impedance, in otologic diagnosis, 
October, 759-767. See also 
I mpe ndance audiometry 
in school age children, October, 754- 
756 
speech, in hearing loss, October, 667- 
676 
speech discrimination, in adults 
October, 750-751 


speech reception threshold, in adults 
October, 747-750 

threshold, and speech discrimination, 
in vertigo, October, 785 


voluntary air conduction, in adults, 
October, 744-747 
in school age children, October, 754 
voluntary bone conduction, in adults, 
October, 747 
Auditory brain stem response, clinical 
applications of, October, 709-722 
clinical interpretation of, October, 711- 
714 
Auditory canal, external, stenosis o1 
atresia of, audiologic identification of, 
October, 805 
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Auditory canal (Continued ) 
internal, and cerebellopontine angle, 
tumors of, radiologic examination 
in, February, 5-6 
congenital deformities of, radiologic 
examination in, February, 4-5 
Auditory disorders, identification of, 
October, 801-802 
Auditory function, central, measures of, 
October, 783 et seq. 
tests for, October, 677-700 
Auditory impairment, localization of, 
auditory evoked potentials and, June, 


972_9977 
973-277 


Auditory nerve, lesions of, stapedius 
reflex in, June, 257 
Auditory prostheses, single electrode 
systems in, clinical value of, February, 
901-208 
Auditory screening, high risk register and, 
October, 612 
in adults, October, 624-625 
in children, October, 621-624 
in infants, crib-o-gram in, October, 617 
detection of ear disease and, 
October, 620 
techniques of, October, 611-629 
Auditory test data, consistency of, 
October, 653 
Aural rehabilitation, in adults, October, 
823-834 
candidates for, October, 825-826 
Automatic audiometry, October, 701-722 
manual audiometry and, October, 703- 
704 


BACTERIAL INFECTION, sensorineural 
hearing loss in, February, 35-41 
Barrett esophagus, following reflux 
esophagitis, June, 394 
Behavior, mild to moderate hearing loss 
in children and, October, 646-647 
Behavioral testing, hearing screening 
and, October, 616 
Békésy audiometry, in vertigo, October, 
787 
types of audiograms in, October, 704- 
707 
Bell's palsy, electromyographic activity in, 
June, 320 
facial nerve involvement and, June, 308 
Binaural fusion, testing of, October, 680 
Biopsy, instruments and techniques for, 
in bronchoscopy, June, 376-378 
percutaneous needle, in nodular goiter, 
June, 429 
transbronchoscopic, pulmonary in- 
filtrates and, June, 383-385 
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Bleeding, active, angiography in, June, 
196 


into adenoma of thyroid, assessment of, 


June, 440 
refractory, of airway, angiography in 
June, 479 
Blink reflex, in facial nerve lesions, June, 
313 
Blood supply, of head and neck, 
angioy raphy and, June, 458-460 
Bone conduction, audiometric, October, 
651-666 
calibration of audiometric equipment 
for measurement of, October, 652 
Bone conduction audiometry, voluntary, 
in adults, October, 747 
Bone scanning, technetium phosphate in, 
June, 545-554 
Bones, facial. See Facial bones 
Bougie, mercury filled rubber, in dila- 
tion of esophagus, June, 402 
Brain, abscess of, scanning in, June, 556 
and skull, angiography of, June, 457 
scanning of, June, 554-556 
tumors of, primary, scanning in. June, 
554 
Brain stem, intrinsic lesions of, clinical 
localization of, June, 305 
stapedius reflex in, June, 257 
Brain stem and cortical auditory func- 
tion, tests of, October, 680-696 
Brain stem disorders, impedance audio- 
metry in, October, 766-767 
Brain stem electric response audiometry, 
clinical applications of, February, 10 
technique and applications of, Febru- 
ary, 14-17 
Brain stem response, auditory, clinical 
applications of, October, 709-722. See 
also Auditory brain stem response 
Branchial cleft cyst, evaluation of, June, 
135 
neck pain in, June, 441 
Brief tone audiometry, procedure for, 
October, 686 
Bronchi, peripheral, lesions of, 
fluoroscopy and, June, 381-383 
Bronchoscope, flexible fiberoptic, clinical 
use of, June, 359-361 
development and use of, June, 372 
transnasal versus transoral use of, 
June, 374-376 
Bronchoscopy, advances in, June, 371- 
388 
biopsy instruments and techniques 
with, June, 376-378 
in intensive care unit, June, 378-379 


in occult bronchogenic carcinoma, June, 


385-386 
limitations of, June, 386-387 
open tube instrument in, June, 372 
photography in, June, 564 
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Bullous myringitis, audilogic identifica- 
tion of, October, 806 

Burns, chemical, of esophagus, esopha- 
goscopy in, June, 397 


ALORIC TESTING, in vestibular diagnosis, 
June, 293 
‘alvarium, tumors of, scanning in, June, 
550 
amera, in diagnostic otolaryngology, 
june, 561-571 
‘arcinoma, anaplastic, of thyroid, 
assessment of, June, 441 
occult bronchogenic, bronchoscopy in, 
June, 385-386 
squamous Cell, of esophagus, esopha- 
goscopy in, June, 395 
squamous cell and bronchogenic, 
gallium-67 in assessment of, June, 
556 
Cellulitis, bone scanning in, June, 548 
Central nervous system disorders, audi- 
tory, audiologic identification of 
October, 810-811 
stapedius reflex in, June, 257 
serebellopontine angle, and internal 
auditory canal, tumors of, radiologic 
examination in, February, 5-6 
lesions of, clinical localization of, 
June, 305 
computed tomography in, June, 508 
serebellum, vestibular adaptation and, 
June, 286 
erebrovascular accidents, vertigo in, 
October, 778 
ervical esophagus, webs and Plummer- 
Vinson syndrome of, esophagoscopy in, 
June, 400 
vervical ultrasound, clinical use of, June, 
515 
hemical burns, of esophagus, esophago 
scopy in, June, 397 
themicals, hearing loss and, October, 800 
themodectoma, family history of, angio- 
graphy in, June, 480 
thickenpox, sudden inner ear deafness 
and, February, 66 
thildren. See also Pediatric patient 
and infants, auditory brain stem re- 
sponse audiometry in, October, 
717-720 
hearing loss in, identification of 
February, 19-28 
auditory screening in, October, 621- 
624 
flexible fiberoptic nasopharyngo- 
laryngoscope in, June, 365-370 
school age, audiologic assessment in, 
October, 754-756 
with laryngeal or tracheal disease, 
xeroradiography in, June, 453 
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Cholesteatoma, and chronic otitis media, 


audiologic manifestations in, October, 


77 3-7 49 
audiologic identification of, October, 
805 
congenital, etiology, diagnosis, and 
treatment in, February, 113-120 
of cerebellopontine angle, radiologi« 
examination in, February, 6 
holesteatomatous and tympanosclerotic 
middle ear disease, management of, 
February, 98-100 
holesteatomatous fistula, of lateral semi- 
circular canal, management of, Febru- 
arv, 98-100 
isternography, oil contrast, in vestibular 
diagnosis, June, 298 
oagulopathy, as contraindication to 
angiography, June, 474 
ochlear and retrocochlear lesions, 
stapedius reflex in, June, 255 
ochlear disorders, impendance audio- 
metry in, October, 765 
ochlear fluid pressure, changes in, in 
sudden sensorineural hearing loss, 
February, 55-61 
ochlear function, following staped- 
ectomy, February, 105-112 
ochlear implants, multichannel, develop- 
ment of, February, 209-216. See also 
Electrode(s) 
ochlear otospongiosis, sensorineural 
hearing loss and, etiology of. 
February, 125-134 
pathogenesis, clinical diagnosis, and 
therapy in, February, 135-154 
tomography in, February, 140 
‘olumbia SK virus, sudden inner ear 
deafness and, February, 66 
ompeting environmental sounds test, 
procedure for, October, 687 
ompeting sentence test procedure for 
October, 688 
computed tomography, and plain films, 
angiography and, June, 486 
angiography and, June, 490 
otolaryngologic applications of, June 
501-512 
omputer, in otolaryngologic diagnosis, 
June, 573-585 
on line data analysis and, June, 576- 
579 
storage systems and, June, 573-576 
omputer assisted instruction, in 
June, 580 
onductive hearing loss, auditory brain 


otolary ngology 


stem response in, October, 712 
identification of, October, 803-806 
impedance audiometry in, October, 

764-765 
measurement of, October, 662-664 
stapedius reflex in, June, 253 
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ongenital deformities, of labyrinth 2nd 
internal auditory canal, radiologic 
examination in, February, 4-5 
ontrast material, in angiography, compli- 
cations following use of, June, 471 
ortical auditory and brain stem func- 
tion, tests of, October, 680-696 
ortical electric response audiometry, 
clinical applications of, February, 10 
raniometaphyseal dysplasia, radiologic 
examination in, February, 4 
rib-o-gram, auditory testing in infants 
and, October, 617 
ricopharyngeal achalasia, manometric 
study in, June, 415 
yst, branchial cleft, evaluation of, June, 
135 
neck pain in, June, 441 
epidermoid, of cerebellopontine angle, 
radiologic examination in, February, 6 
thyroglossal duct, evaluation of, June, 
$35 
Cytology, aspiration, in nodular goiter, 
June, 429 


Dearness. See also Sensorineural 
hearing loss 
in infants and young children, hearing 
screening for, February, 20-25 
inner ear, sudden, viral causes of, 
February, 63-69 
luetic, pathology, diagnosis, and treat- 
ment in, February, 43-47. See also 
Syphilis 
total, multiple intracochlear elec- 
trodes in, February, 217-233 
Decibel, as measure of sound strength, 
October. 600-602 
Deformities, congenital, of labyrinth and 
internal auditory canal, radiologic 
examination in, Februarv, 4-5 


Diabetes, esophagus in, manometric study 
and, June, 413 

Diagnosis, art of, June, 247-249 

Directional preponderance, determina- 
tion of, in vertigo, October, 784 


Diuretics, hearing loss and, October, 
797-798 
Diverticulum, midesophageal, mano- 
metric study in, June, 416 
of cervical esophagus, esophagoscopy 
in, June, 399 
Zenker’s, manometric study in, June, 
£15 
Dizziness. See Vertigo and Vestibular 
Dysphagia, manometric study in, June, 
410-411 
neuromuscular disorders involving, 
manometric study in, June, 416 
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Dysphonia, spastic, electromyography in, 
June, 338 
Dysplasia, craniometaphyseal, radio- 
logic examination in, February, 4, 
osseous, in sensorineural hearing loss, 
radiologic detection of, February, 3-4 


Ear, middle, and mastoid, infection of, 
radiologic examination in, February, 5 

Ear disease, detection of, in infants, 
auditory screening and, October, 620 

Eighth nerve disorders, impedance 
audiometry in, October, 766 

Electric response audiometry, clinical 
applications of, February, 7-18. See 
also Audiometry 

Electrocochleography, clinical applica- 

tions of, February, 9 


technique and applications of, February, 


10-14 
Electrode(s), intracochlear, flexible multi- 
channel, electrical stimulation of 
cochlea and, February, 235-240 
multichannel scala tympani, develop- 
ment of, February, 213-216 
multiple intracochlear, in total deaf- 
ness, February, 217-233 
Electrodermal audiometry, in adults, 
October, 751-753 
Electrogustatometry, in facial nerve 
lesions, June, 312-313 
Electromyography, in Bell’s palsy, June, 
320 


laryngeal, techniques and application of, 


June, 325-346. See also Laryngeal 
electromyography 
nerve conduction and, in facial nerve 
lesions, June, 314-321 
Electronystagmography, computer and, 
June, 576 
in vertigo, October, 784 
in vestibular diagnosis, June, 292 
Embolic phenomena, in angiography, 
June, 470 
Embolization, intra-arterial, complica- 
tions of, angiography and, June, 498 
Enclosures, sound treated, for audiometric 
testing, October, 609-610 
Endolymphatic hydrops, audiologic iden- 
tification of, October, 806 


Endoscopic photography, clinical value of, 


June, 564 

Engelmann’s disease, radiologic examina- 
tion in, February, 4 

Epidermoid cyst, of cerebellopontine 
angle, radiologic examination in, 
February, 6 

Epiglottis, flexible fiberoptic naso- 
pharyngolaryngoscope in diagnosis 
and management of, in pediatric pa- 
tient, June, 366 


Epilepsy, vertigo in, October, 779 

Esophageal function, manometry in 
evaluation of, June, 405-417 

Esophagogastroscopy, photography in, 


June, 564 
Esophagoscopy, current applications of, 
June, 391-404 
flexible fiberoptic, June, 392 
open tube, June, 391 
Esophagus, achalasia of, esophagoscopy 
in, Jr ne. 300-401 
Barrett, following reflux esophagitis, 
June, 394 
cervical, diverticulum of, esophago- 
scopy in, June, 399 
webs and Plummer-Vinson syn- 
drome of, esophagoscopy in, June, 
100 
chemical burns of, esophagoscopy in, 
June, 397 
connective tissue disorders and, 
manometric study in, June, 413 
dilatation of, techniques for, June, 401- 
403 
hiatal hernia of, gastroesophageal reflux 
and, June, 392-395 
leiomyosarcoma of, esophagoscopy in, 
June, 396 
monilial infection of, manometric 
study in, June, 416 
normal, manometry of, June, 407 
strictures and shortening of, following 
reflux esophagitis, June, 394 
strictures and tumors of, manometric 
study in, June, 412 
tumors of, esophagoscopy in, June, 
395-397 
varices of, manometric study in, June, 
$17 
Euthyroid state, with “abnormal” tests, 
June, 421 
Evoked potential audiometry, computer 
and, June, 577 
in children, techniques in, June, 270- 
273 
in hearing assessment, June, 279 
practice of, June, 263-282 
problems and solutions in use of, 
June, 278-279 
signal averaging in, June, 266-270 
Eye movements, in vestibular diagnosis, 
June, 296 


FACE, reconstructive surgery of, com- 
puted tomography in preoperative as- 
sessment in, June, 503 

Facial bones, multiple fractures of 

xeroradiography in, June, 447 
tumors of, scanning in, June, 550 
xeroradiography in, June, 447 
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Facial nerve, anatomy of, June, 301-303 
lesions of, clinical examination in, June, 
303-304 
clinical localization of, June, 305-306 
electromyography and nerve conduc- 
tion in, June, 314-321 
excitability testing in, June, 313-314 
maximal stimulation testing in, June, 
314 
pathophysiology of, June, 306-309 
peripheral, clinical localization of 
June, 306 
testing for, June, 301-324 
segmental demyelination of 
transection of, June, 318 
with wallerian degeneration, June, 
307 
Facial palsy, stapedius reflex in, June, 254 
Facial plastic surgery, photography in, 
June, 562 


June, 307 


Fiberbronchoscopy, equipment for, June 
373 
Fiberoptic bronchoscope, flexible, clinical 
use of, June, 359-361. See also 
Bronchose ope, flexible fibe ropl 
Fiberoptic nasopharyngolaryngoscope, 
flexible, clinical use of, June, 
361-363 
in pediatric upper airway, June, 
365-370 
Fiberscope, foreign bodies in airways and 
june, 379 
in hilar lesions, June, 380-381 
Filtered speech test, procedure for. 
October, 691 
Fistula(s), arteriovenous, angiography in. 
June, 498 
cholesteatomatous, of lateral semi- 
circular canal, management of, 
February, 98-100 
labyrinthine, and chronic otitis media, 
surgical management of, February, 
95-104 
iatrogenic, in chronic suppurative 
otitis media, February, 100 
of oval window, management in, 
February, 102 
Fluid dynamics, in sudden sensorineural 
hearing loss, February, 55-61 
Fluoroscopy, and lesions of peripheral 
bronchi, June, 381-383 
Foreign bodies, in airways, fiberscope 
and, June, 379 
in esophagus, esophagoscopy in, 
June, 398-399 
in upper airway, xeroradiography in, 
June, 452 
Fractures, bone scanning in, June, 546 
laryngeal, xeroradiography in, June, 
149 
multiple, of facial bones, xero- 
radiography in, June, 447 
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Frenzel’s glasses, in vestibular diagnosis, 
June, 288 


GAIT DISTURBANCES, vestibular lesions 
and, June, 290 
Gallium-67, in assessment of masses of 
head and neck, June, 556 
Gastroesophageal reflux, hiatal hernia of 
esophagus and, June, 392-395 
manometric study in, June, 408 
Genetic hearing loss, stapedius reflex 
and, June, 259 
German measles, sudden inner ear deaf- 
ness and, February, 66 
Gland, salivary, "technetium per- 
technetate in scannir.g of, June, 543- 
5 5 
Glasses, Frenzel’s, in vestibular diagnosis, 
June, 288 
Glioma, radiologic examination in, 
February, 6 
Globus hystericus, assessment of, June, 
141 
Goiter, diffuse, evaluation of, June, 436- 
138 
with hypothyroidism, evaluation of, 
June, 436 
diffuse toxic, evaluation in, June, 436 
nodular, evaluation of, June, 427-431 
Granuloma, postintubation, xeroradio- 
graphy in, June, 450 
Graves’ disease, evaluation in, June, 436 


HASHIMOTO'S THYROIDITIS, diagnosis of, 
June, 440 
Head and neck, blood supply of, angio- 
graphy and, June, 458-460 
masses of, gallium-67 in assessment of, 
June, 556 
Hearing, assessment of, evoked potential 
audiometry in, June, 279 
modes of, October, 602-603 
thresholds of, October, 603-607 
Hearing aid test set, use of, October, 816 
Hearing aids, counseling in use of, Octo- 
ber, 820-821 
ear mold technology and extracir- 
cuitry adaptations in, October, 819- 
820 
electronic innovation in, October, 817- 
819 
implantable, advantages and dis- 
advantages of, February, 155-161 
distortion, coupling, and effective- 
ness of, February, 163-171 
orientation of adults in use of, 
October, 827-831 
election and use of, October, 813-822 
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Hearing aids (Continued ) 
selection of, February, 173-186 
frequen y response in, February, 
179-181 
gain requirement in, February, 176- 
179 
power output in, February, 173-176 
successful use of, February, 187-193 
varieties of, February, 181-184 
Hearing level, functional, determination 
ot, sources of unreliability in 
October, 741-743 
reliability of testing of, October, 
741-757 
Hearing loss. See also Deafness and 
Sensorineural hearing loss 
conductive, identification of, October, 
803-806 
impedance audiometry in, October, 
764-765 
stapedius reflex in, June, 253 
exaggerated, detection of, stapedius 
reflex in, June, 258 
following noise exposure, October, 
723-740. See also Noise exposure 
protection against, October, 738 
genetic, stapedius reflex and, June, 259 
high frequency, auditory brain stem 
response in, October, 715 
in infants and young children, 
identification of, February, 19-28 
low frequency, auditory brain stem re- 
sponse in, October, 714 
mild to moderate, in children, be- 
havior and, October, 646-647 
mixed, measurement of, October, 664- 
666 


peripheral, in children, perception of 
speech and, October, 642-646 
retrocochlear, audiologic identification 
of, October, 809-8 10 
sensorineural, audiologic identification 
of, October, 806-809. See also 


Sensorineural hearing loss 
delayed and congenital, audiologic 
identification of, October, 809 
impedance audiometry in, October, 
765-766 
speech audiometry in, October, 667- 
676 
sudden, audiologic identification of, 
October, 807 
temporary, following noise exposure, 
October, 727 
versus hearing handicap, October, 
823-825 
Hearing screening. See Auditory screen- 
ing 
Hearing suspect baby, evaluation of, 
February, 25-27 
Hearing threshold, estimations of, 
stapedius reflex in, June, 258 
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Heavy metals, hearing loss and, October, 
800 

Hematogenic labyrinthitis, sensorineural 
hearing loss in, February, 38 

Hemorrhage. See Bleeding 

Hernia, hiatal, of esophagus, gastro- 
esophageal reflux and, June, 392-395 

Herpes zoster, sudden inner ear deaf- 
ness and, February, 65 

High frequency hearing loss, auditory 
brain stem response in, October, 715 

High risk register, auditory screening and, 
October, 612 

Hilar lesions, fiberscope and, June, 380- 
381 

Hormone, thyroid, production of, June, 

4120-422 
thyroid stimulating and thyrotropin re- 
leasing, production of, June, 421 

Hunt's syndrome, sudden inner ear deaf- 
ness and, February, 65 

Hydrops, endolymphatic, audiologic 
identification of, October, 806 

Hyperthyroidism, assessment and treat- 
ment of, June, 425-426 

Hypothyroidism, assessment and treat- 
ment of, June, 422-425 


IMAGING, nuclear, in otolaryngologi« 
diagnosis, June, 541-560 
thyroid, *’™technetium pertechnetate 
in, June, 542 
Impedance, static, in otologic diagnosis, 
October, 761 
Impedance audiometry, in brain stem 
disorders, October, 766-767 
in cochlear disorders, October, 765 
in conductive hearing loss, Octobe 
764-765 
in eighth nerve disorders, October, 766 
in otologic diagnosis, October, 759-767 
in sensorineural hearing loss, October, 
765-766 
in vertigo, October, 786 
instruments for, October, 759-760 
Impedance testing, in children, October, 
623 
Implants, multichannel cochlear, develop- 
ment of, February, 209-216. See also 
Electrode(s) 
Infant(s). See also Pediatriu pate nt 
and children, auditory brain stem 
response audiometry in, October, 
717-720 
hearing loss in, identification of, 
February, 19-28 
auditory screening in, October, 617-621 
crib-o-gram in, October, 617 
hearing level screening in, stapedius 
reflex and, June, 258 
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Infection, bacterial, sensorineural hearing 

35-41 

of middle ear and mastoid, radiologic 
examination in, February, 5 

782 


loss in, February 


vertigo in, October, 
postnatal viral, as cause of sensorineural 
31-32 


hearing loss, February 
upper respiratory, sudden inner ear 
deafness and, February, 64 
viral, as cause of sensorineural hearing 
loss, February, 29-33 
Infectious mononucleosis, sudden inner 
ear deafness and, February, 66 
infective thyroiditis, acute, diagnosis and 
treatment of, June, 438 
Inflammatory conditions, bone scanning 
in, June, 548 
Instruction, computer assisted, in oto- 
laryngology, June, 580 
Internal auditory canal, and cerebello- 
pontine angle, tumors of, radiologic 
examination in, February, 5-6 
congenital deformities of, radiologic 
examination in, February, 4-5 
Intracochlear electrode, flexible multi- 
channel, electrical stimulation of 
cochlea and, February, 235-240 
multiple, in total deafness, February, 
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ABYRINTH, and temporal bone, trauma 
of, radiologic examination in 
February, 5 

congenital deformities of, radiologic 
examination in, February, 4-5 

abyrinthine fistula, anc chronic otitis 
media, surgical management of, 
February, 95-104 

iatrogenic, in chronic suppurative otitis 
media, February, 100 

abyrinthitis, audiologic identification of 
October, 808 

nonsuppurative, sensorineural hearing 
loss in, February, 38-40 

sensorineural hearing loss in, February 
36-38 

toxic and allergic, 


7382 


vertigo in, October, 


acrimation, Schirmer test of, in facial 
nerve lesions, June, 311 
anguage, speech and, October, 639-642 
anguage acquisition, hearing of speech 
during, October, 631-650 
aaryngeal and tracheal evaluation, xero- 
radiography in, June, 448 
aryngeal electromyography, clinical 
results in, June, 330-345 
methods in, June, 325-329 
techniques and application of, June, 
325-346 


INDEX 


Laryngeal fracture, xeroradiography in, 
June, 449 
aryngeal lesions, diagnosis of, com- 
puter and, June, 578 
aryngeal nerve, recurrent, unilateral 
palsy of, electromyography in, June, 
31 
aryngeal stroboscopy, clinical use of, 
June, 352-353 
diagnostic role of, June, 347-354 
theory and technique of, June, 349-352 
Laryngology, photography in, June, 563 
Larynx, disorders of, bone scanning in, 
June, 553 
muscle disease of, electromyography in, 
June, 341 
normal, electromyographic ex 
tion of, June, 329 
Lateralization, audiometric bone conduc- 


nina- 


tion and, October, 656-657 
I ewmyvosarcoma, of esophagus es pnaAgo- 
scopy in June, 596 
Lip reading, in adults, 831-834 
Localization and phase sensitive tesis, in 
vertigo, October, 787 
Loudness balance, and short increment 
» October, 


sensitivity index, in vertige 


786 


Low frequency hearing loss, auditory 


brain stem response in, October, 714 
Luetic deafness, pathology, diagnosis, and 
treatment in, February, 43-47. See also 


‘ ph lis 


MALFORMATION, arteriovenous, brain scan- 


ning in, June, 555 
Manometry, in evaluation of esophageal 
105-417 


106-407 


function, June 
methods for, June 
Masking, auditory, in testing of bone con- 
duction, October, 655 
Masking level differences, testing of, 
October, 682 
Master hearing aid, fitting and use of, 
October, 814 
Mastoid, and middle ear, infection of, 
radiologic examination in 
February, 5 
vertigo in, October, 782 
Mastoid and sinus disease, computed 
tomography in, June, 503 
Mastoiditis, bone scanning in, June, 548 
Maxillary sinus, A-mode ultrasound in 
June, 531-540 
Measles, sudden inner ear deatness and, 


evaluation of 


February, 65, 66 

Mediastinoscopy, current applications of, 
June, 389-390 

Membrane, round window, rupture of, 


sensorineural hearing loss and, 
February, 81-93 





INDEX 

Meniere's disease. electrocochleography 
in, February, 14 

Meningioma, brain and bone scanning in 

June, 555 

radiologic e xamination in, February, 6 
vertigo in, October, 780 

Microscope, operation, office use of, Junc 
156 

Middle ear, and mastoid, infection of, 

radiologic examination in, 
February, 5 
vertigo in, October, 782 

Middle ear disease, in children, hearing 
loss and, criteria for referral in 
October, 647-648 

Mondini deformity, sensorineural hearing 
loss and, February, 29 

Monilial infection, of esophagus, mano 
metric study in, June, 416 

Multiple sclerosis, vertigo in, October, 779 

“Mumps, sudden inner ear deafness and 
February, 65 

Myasthenia gravis, stapedius reflex in 
June, 258 

Mvyringitis, bullous, audiologic identifica 
tion of, October, 806 


NASOLACRIMAL DUCT SYSTEM, scanning ol 
June, 556-558 


Nasopharyngolary ngoscope, flexible fiber 


optic, clinical use of, June, 361- 
063 
in pediatric upper airway, June, 
365-370 
rigid, clinical use of, June, 358-359 
Neck, extrathyroidal nodule of, evalua 
June, 435-456 
vascular tumors of, angiography in 
June, 497 


Neck and head, blood supply of, angio 


graphy and, June, 458-460 
masses of, gallium-67 in assessment of 
June, 556 
Neck pain syndrome, extrathyroidal 
assessment of, June, 441 
Needle biopsy, percutaneous, in nodulay 
goiter, June, 429 
Nerve, auditory, lesions of, stapedius 
reflex in, June, 257 
facial. See Facial nerve 
recurrent laryngeal, unilateral palsy of 
electromyography in, June, 331 
Neuroma, acoustic, electrocochleography 
in, February, 14 
radiologic examination in, February, 
> 
Neuromuscular disorders, dysphagia in, 
manometric study in, June, 416 
Neuronitis, vestibular, vertigo in, October, 
781 


Newborn. See also Pediatric patient 
auditory screening of, October, 612- 
O1% 
Nodule 


tion ol 


extrathvroidal, in neck, evalua 
June, 455-4356 
thyroid, solitary 


1-454 
Noise exposure 


management ol, June 


calibration of, October 


728 et seq 
hearing loss following, October, 723 
740 


diagnostic features in, Octobe1 


455 


735 

Noise induced sensorineural hearing loss 
February, 49-55 

clinical management in, February, 51 


Pe) 

Nonpure tone screening, in children 
October, 622 
Nuclear medicine 
June, 492 
in otolarvngologic diagnosis, June 

541-560 


angiography and 


Nystagmus, Frenzel’s glasses in diagnosis 
ol, June IRD 


in vestibular diagnosis, June, 288 


OncoLocy, head and neck, photography 


in, June, 562 

Operation microscope, office use of, Junc 
56 

Orbital ultrasound, clinical use of, June 
91D 

Organic solvents, hearing loss and 
October, 800 

Osseous dysplasia, in sensorimeural hear 
ing loss, radiologic detection of, Feb- 
ruary, 3-4 

Ossicular chain discontinuity, audio 

logic identification of, October, 805 

impedance audiometry in, October, 764 

Osteogenesis imperfecta, radiologic 
examination in, February, 4 

Osteopetrosis, radiologic examination in 
February, 4 


Otitis media, acute, audiologic manifesta 


tions in, October, 772-7753 

audiologic manifestations in, October 
769-776, 804 

chronic, and cholesteatoma, audio- 
logic manifestacions in, October 
773-775 

and labyrinthine fistula, surgical 
management of, February, 95-104 
and otomastoiditis, sensorineural 

hearing loss in, February, 40 

impedance audiometry in, October, 764 

secretory, audiologic manifestations 1n, 
October, 770-772 


Otology, photograpliy in, June, 564 





844 


Otomastoiditis, and chronic otitis media, 
sensorineural hearing loss in, February 
10 

Otosclerosis, audiologic detection of, 

October, 805 
far advanced, surgical correction of, 
February, 121-123 
in sensorineural hearing loss, radio- 
logic detection of, February, 3 
Otospongiosis, cochlear, sensorineural 
hearing loss and, etiology of, 
February, 125-134 
pathogenesis, clinical diagnosis, and 
therapy in, February, 135-154 
therapy in, February, 146-153 

Ototoxic agents, hearing loss and, 
October, 791-800 

Oval window, fistula of, management in, 
February, 102 


PAGET'S DISEASE, sensorineural hearing 
loss in, radiologic detection of 
February, 4 

Pain, extrathvroidal, involving neck, 

assessment of, June, 441 
in thyroid, differential diagnosis of 
June, 438-441 

Palsy, facial, stapedius reflex in, June, 254 

of recurrent larvngeal nerve, unilateral, 
electromyography in, June, 331 

of superior and recurrent laryngeal 
nerves, unilateral, electromyography 
in, June, 334 

ocal cord, bilateral, electromyography 
in, June, 335 

Parkinson's disease, esophagus in, mano- 
metric study and, June, 414 

Pediatric patient, exible fiberoptic 

nasopharyngolaryngoscope in, June, 
565-370 

with laryngeal or tracheal disease, 
xeroradiography in, June, 453 

Phase sensitive and localization tests, in 
vertigo, October, 787 

Photography, diagnostic use of, in 

otolaryngology, June, 561-571 
problems with, June, 565-570 

Plastic surgery, facial, photography in, 
June, 562 

Plummer-Vinson syndrome and webs, of 
cervical esophagus, esophagoscopy in, 
June, 400 

Poliovirus, sudden inner ear deafness and, 
February, 66 

Positional vertigo, clinical assessment in 
October, 781 

Posterior fossa, tumors of, vertigo in, 
October, 779 

Pregnancy, angiography and, June, 474 


INDEX 


Presbycusis, audiologic identification of, 
October, 808 
following noise exposure, October, 

724 

Prostheses, auditory, single electrode sys- 
tems in, clinical value of, February, 
201-208 

Pseudodysphagia, manometric study in, 
June, 412 

Pulmonary infiltrates, transbronchoscopic 
biopsy and, June, 383-385 

Pulse synchronous tinnitus, angiography 
in, June, 479 

Puncture, vascular, in angiography, com- 
plications of, June, 469 

Pure tone screening, in children, October, 


622, 625 


RADIOISOTOPE SCINTISCANNING, in nodulat 
goiter, June, 427 
Radiologic evaluation, in sensorineural 


hearing loss, February, 3-6 


5 
\ 


Radiology, in vestibular diagnosis, June, 
297 
Rapidly alternating sentence testing, 
procedure for, October, 683 
Reconstructive surgery, of face, com- 
puted tomography in preoperative 
assessment in, June, 503 
Recurrent laryngeal nerve, unilateral 
palsy of, electromyography in, June, 
31 
Reflex, stapedius, estimations of, diag- 
nostic role of, June, 251-261 
Reflux, gastroesophageal, hiatal hernia of 
esophagus and, June, 392-395 
manometric study in, June, 408 
Rehabilitation, aural, in adults, October, 
825-854 
Respiratory infection, upper, sudden 
inner ear deafness and, February, 64 
Ribbing’s disease, radiologic examination 
in, February, 4 
Ring, Schatzki, following gastro- 
esophageal reflux, June, 395 
Rings and webs, of esophagus, mano- 
metric study in, June, 414 
Round window membrane, rupture of, re- 
pair of, February, 91 
sensorineural hearing loss and, 
February, 81-93 
Rubella, as prenatal cause of 
sensorineural hearing loss, February, 29 


SALICYLATES, hearing loss and, October, 
798-799 





INDEX 


Salivary flow tests, in facial nerve lesions, 
June, 312 

Salivary gland scanning, “technetium 
pertechnetate in, June, 543-545 

Scala tympani electrode, multichannel, 


oem 


development of, February, 213-216 

Scanning, tear duct, interpretation of, 
June, 556-558 

Schatzki ring, following gastro- 
esophageal reflux, June, 395 

Schirmer test, in facial nerve lesions, 
June, 311 

Scintiscanning, radioisotope, in nodular 
goiter, June, 427 

Sclerosis, multiple, vertigo in, October, 
779 

Screening, auditory. See Auditory 
screening 

Sensorineural hearing loss, audiologic 

identification of, October, 806-809 


audiometric bone conduction and, 
October, 660-662 

auditory brain stem response in, 
October, 713 

delayed and congenital, audiologic 
identification of, October, 809 

impedance audiometry in, October 


765-766 
noise induced, February, 49-53 
radiologic evaluation in, February, 3-6 
sudden, fluid dynamics in, February, 
55-61 
types of, clinical differentiation of, 
February, 195-199 
viral disease as cause of, February, 
29-33 
Sensory evoked potentials, of brain, 
clinical use of, June, 263-282 
Serous labyrinthitis, sensorineural hearing 
loss in, February, 38 
Seventh nerve lesions, testing for, June, 
301-324. See also Facial nerve 
Short increment sensitivity index, and 
loudness balance, in vertigo, October, 
786 
Sinoscopy, photography in, June, 564 
Sinus, maxillary, A-mode ultrasound in 
evaluation of, June, 531-540 
Sinus and mastoid disease, computed 
tomography in, June, 503 
Sinusitis, bone scanning in, June, 548 
Skull and brain, angiography of, June, 


157 


Sodium fluoride therapy, in otospongiosis, 


February, 148 
contraindications to, February, 152 
indications for, February, 151 
Solvents, organic 
October, 800 


. hearing loss and, 


Sound, measurement of, October, 597- 
610 
physical nature of, October, 597-600 
Sound level meter, 
609 


uses of, October, 608- 


Sound strengtn, measurement of 
October, 600-602 

Sound treated enclosures, for audiometric 
testing, October, 609-610 

Spasm, diffuse esophageal, and achalasia, 
manometric study in, June, 411 

Spasiic dysphonia, electromyography in, 
June, 338 

Speec h, acoustic desc ripuon of, October, 

632-638 


connected, characteristics of, October, 


637 
hearing of, during language acquisition, 
October, 631-650 
language and, October, 639-642 
learning environment and, October 
637 
perception of, in children, peripheral 
hearing loss and, October, 642-646 
Speech audiometer, calibration and re- 
quirements for, October, 668 
Speech audiometry, in hearing loss, 
October, 667-676 
Speech discrimination, and threshold 
audiometry, in vertigo, October, 785 
Speech discrimination audiometry, in 
adults, October, 750-751 
Speech discrimination tests, use of, 
October, 671-674 
Speech disorders, stapedius reflex and 
June, 259 
Speech reception threshold, measure 
ment of, October, 669-67 1 
message set for, October, 669 
Speech reception threshold audiometry, 
in adults, October, 747-750 
Speech rhythm, perception of, October, 
641 
Speech sounds, perception of, October, 
6359 
Sphincter, upper esophageal, mano 
metric study of, June, 414 
Squamous cell and bronchogenic car 
cinoma, gallium-67 in assessment of, 
June, 556 
Squamous cell carcinoma, of esophagus, 
esophagoscopy in, June, 395 
Staggered spondee word list, use of, 
October, 692 
Stapedectomy, cochlear function follow- 
ing, February, 105-112 
Stapedius muscle reflex, diagnostic role 
of, June, 251-261 
in facial nerve lesions, June, 311 





846 
Stenger test, pure tone, in adults 
October, 745 
Stenosis, of external auditory canal, 
audiologic identification of, October 
805 
Stenosis and stricture, tracheal, in 
pediatric patient, xeroradiography in 
June, 453 
Steroid therapy, in congenital syphilis, 
February, 45 
Stricture, and shortening, of esophagus 
following reflux esophagitis, June 
304 
and tumors, of esophagus, manometric 
study in, June, 412 
Stroboscopy. laryngeal, diagnostic role of 
June, 347-354 
Sudden Hearing Loss Research Clinic 
clinical study by, February, 71-79 
Superior laryngeal nerve, unilateral palsy 
of, electromyography in, June, 334, 338 
Suppurative labyrinthitis, sensorineural 
hearing loss in, February, 36 
Surgery, facial plastic, photography in, 
June, 562 
reconstructive, of face, computed 
tomography in preoperative assess- 
ment in, June, 503 
Synthetic sentence identification, with 
contralateral competing message 
procedure for, October, 693 
with ipsilateral competing message 
procedure for, October, 685 
Syphilis, congenital, deafness in, 
pathology, diagnosis, and treat 
13-47 


February 


ment in, February 
14-45 


diagnostic tests for 


treatment in, February, 45 


PEAR DUCT SCANNING, Interpretation of 
June, 556-558 

“™Technetium pertechnetate, in salivary 
gland scanning, June, 543-545 

in thyroid imaging, June, 542 

femporal bone, and labyrinth, trauma of, 
radiologic examination in, February, 5 

femporomandibular arthritis, bone 
scanning in, June, 550 

Thermography, angiography and, June 
194 


Threshold audiometry, and speech dis 


crimination, in vertigo, October, 785 
Threshold shift, audiometric bone cor 

duction and, October, 658-659 
Phvyroglossal duct cyst, evaluation of 


June, 435 


INDEX 


Thyroid, adenoma of, hemorrhage into, 
assessment of, June, 440 
anaplastic carcinoma of, assessment of, 
June, 441 
ectopic lesions of, evaluation of, 
June, 435 
function and structure of, assessment 
ot June, 119-445 
nodule of hypofunctioning or 180- 
functioning, management of, June, 
12 
solitary 
134 
pain in, differential diagnosis of, 
June, 438-441 
structural abnormalities of, assess- 
ment of, June, 426-431 
Thyroid hormone binding proteins, 
assessment of, June, 420 


management of, June, 431- 


gem 


Thyroid imaging, technetium pertech- 
netate in, June, 542 
Thyroid stimulating and thyrotropin re- 
leasing hormones, production of, June, 
121 
[hyroiditis, acute infective, diagnosis and 
treatment of, June, 438 
Hashimoto's, diagnosis of, June, 440 
subacute nonsuppurative, diagnosis and 
treatment of, June, 439 
Phyroiditis syndrome, painless sub- 
acute, evaluation of, June, 437 
Thyroxine, production of, June, 420 
Thrush, esophageal, manometric study 
in, June. 416 
lime altered speech tests, procedures for, 
October, 695 
linnitus, pulse synchronous, angiography 
in, June, 479 
lomography, computed. See Computed 
lomography 
in cochlear otospongiosis, February, 140 
lone decay testing, in vertigo, October, 
ii 
Loxic and viral labyrinthitis, sensormeural 
hearing loss in, February, 39 
Tracheal and laryngeal evaluation, xero- 
radiography in, June, 448 
lracheal stenosis and stricture, in 
pediatric patient, xeroradiography in, 
June, 453 
Tracheobronchial tree, definition of, by 
xeroradiography, June, 450 
Trauma, acoustic, audiologic identification 
of, October, 809 
bone scanning in, June, 546 
of temporal bone and labyrinth, radio 
logic examination in, February, 
to head, audiologic manifestations of, 
October, 806 





INDEX 


Priiodothyronine, production of, Junc 
10 
lumors. See also Carcinoma 
acoustic, audiologic identification of 
October, 809 
and strictures, of esophagus, mano 
metric study in, June, 412 
benign, of esophagus, esophagoscop 
in, June, 397 
of calvarium and facial bones, scanning 
in, June, 550 
of esophagus, esophagoscopy in, Junc 
1995-397 
of facial skeleton, xeroradiography in 
June, 447 
of internal audiotory canal and cere 
bellopontine angle, radiologic 
examination in, February, 5-6 
of posterior fossa, vertigo in, October 
779 


primary, of brain, scanning in, June 


554 
vascular, of neck, angiography in, June 
197 
Iympanic membrane, perforation of 


audiologic detection of, October, 805 


l'ympanogenic labyrinthitis, sensorineural 


hearing loss in, February, 38 
fympanometry, in otologic diagnosis 
October, 760 
Tl ympanosclerotic and cholesteatomatous 
middle ear disease, management of 


February, 98-100 


in evaluation of 
5 s]-—5 10) 


ULTRASOUND, A-mode 
maxillary sinus, June 
diagnostic, angiography and, June 
10% 
in nodular goiter, June, 428 


in otolarvngology June 513-530 


Varices, esophageal, manometric stud) 
in, June, 417 

Vascular disease, as contraindication to 
angiography, June, 474 

Vascular puncture, in angiography 
complications of, June, 469 

Vascular tumors, of neck, angiography in 
June, 497 

Vertebrobasilar artery insufliciency 
vertigo in, October, 778 

Vertigo, clinical assessment of, October 


7 sat 
444-1439 


Vertigo (Continued ) 
differential diagnosis of, June, 286 
positional, clinical assessment in 

October, 781 

Vestibular adaptation, cerebellum and 
June, 286 

Vestibular diagnosis, current ideas on, 

June, 283-300 
history in, June, 283-288 

laboratory examination in, June, 291- 
QQ 

physical examination in, June, 288-29] 

tests in, in vertigo, October, 783-788 

Vestibular neuronitis, vertigo in, October 
781 

Viral and toxic labvrinthitis, sensorineural 


hearing loss in, February, 39 


Viral infection, as cause of sensorineural 
hearing loss. February, 29-33 


postnatal, as cause of sensorineural 


) 


hearing loss, February, 31 
Viruses, detection of, laboratory studies 
for, February, 66-67 
Vocal cords palsy of, bilateral, electro 
myography in, June, 335 


phonatory movements of, June, 548 


Wess, and Plummer-Vinson syndrome, of 
cervical esophagus esophagoscopy in 
June, 400 

and rings, of esophagus, manometric 
study in, June, 414 
Word meaning, perception of, October 
640 
Words, functional relations of 
olf, October, 641 


perce puion 


NERORADIOGRAPHY 
June, 445-456 


X-ray examination, in sensorineural 


in otolars ngology 


hearing loss, February, 3-6 


in vestibular diagnosis, June, 207 


YELLOW FEVER viRUS, sudden inner eat 


deatness and, February. 66 


ZENKER’S DIVERTICULUM, Manometri 


study in, June, 415 











